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SUBJECT: Recommended Support for System 4 


25xiA Tt I vccron syetem support conter 


Dear Bill: 


Baclosed with this letter is one copy of GICC Doc. No. 
155.831 dated 18 Hovember 1957 with inclosures which forwarded 
the contractor's recomended lists of FAK, Depot Spares, and 
SLOE for System 4. You are requested to review these lists and 
qgour Bpproval and/or comments to me. Equipment Lista 
Ak, BB,’ and CC may be retained at your depot, but please return 
pad ba letter, the cost suamary, ani the cost estimate to 
8 office, : 


Sincerely, 
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